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The Department of Agriculture has evidence that on or about June 30, 201 1 , January 24, 201 1 and 
October 28, 2009 . you or your organization committed the following: violation of Federal Regulations: 


Section 


3.11(a) Cleaning of Primary Enclosures.,, .repeated failure to remote excreta and food waste from 
primary enclosures daily, and from under primary enclosures as often as necessary to prevent an 
excessive accumulation of feces and food waste 


Titles 7 & 9 Code oFFederal Regulations were promulgated to help prevent the spreatj of animal and plant pests and diseases and assure 
the humane treatment of animals. Since violations of the regulations can have serious and costly impact detrimental to the public 
interest, you are warned of this violation. Any further violation of these regulations Wy result in the assessment of a civil penalty' or 
criminal prosecution. If you have any questions concerning this warning or violation, please contact the listed APHIS Official. 
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